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THE ANNUAL GENERAL MEEBTING. 


About the usual numerical attendance took place 
at Red Lion Square on Wednesday to receive the 
annual report of the Council. The meeting passed 
off without even the genial warmth that is aroused 
by a criticism of the Council’s work for the year. 
There seems to be no controversial business or 
topic now—absolute approval of our Council. This 
general satisfaction is also indicated by the election 
of candidates for our representative body. All the 
old members were re-elected, and the vacancy re- 
sulting from Mr. Bower's retirement was filled by 
Mr. Stockman, Mr. Cope’s successor at the Board 
of Agriculture. 

Mr. Gooch was not quite satisfied with the publi- 
cation of the proceedings of the meeting in 1904. 
He did “not think you will find anything in the 
journals.” Apparently he does not bind his Record. 
If he does, a reference to our issue for June 11th of 
last year will show three columns of report of the 
proceedings. 

It israther curious how men 


“Compound for sins they are inclined to 
By damning those they have no mind to.” 


The only speaker regretted that the annua. meet- 
ing was not more devoted to free and full discussion 
of anything and everything connected with the pro- 
fession—and then he found fault with members for 
attending the annual dinner ! 

Really, those of us who have read the annual re- 
port could not fail to find topics for debate if they 
disagreed with the last year’s work of the Council. 
The everlasting subject of education would itself 
have afforded some hours of miscellaneous talking. 
Then the wickedness ofthe Registration Committee 
(which, by the way, is the whole Council) was 
allowed to pass without anathema. We confess to 
being disappointed about this, because if there is a 
conspiracy among the representatives to play with 
the discipline of the profession it should be un- 
masked. oe 

Seriously, if we re-elect the whole of the retiring 
members and have nothing to say about the annual re- 
port, is it not time that vague grumbling and carping 
should cease? Apparently there never was a time when 
greater unanimity existed and when changes of any kind 





were less called for. 

The President’s remarks to the effect that new sugges- | 
tions may well be brought forward first at the Veterinary | 
Societies and there be knocked into some definite form, | 
are most sensible. After that they can be introduced at | 
Council or annual meetings with some chance of progress | 
being made. 

The meeting closed with a vote of thanks to the | 
dent—carried with acclamation. | 


-resi- | 


THe Roya, AGRicuntTuRAL Society AND GLANDERS. 


The proceedings of the Council Meeting of the 
R.A.S.E. on May 31st, contain the following remarks 
upon a report which mentioned that during the last 
four weeks 158 horses had been attacked. 


“The Committee recommended that a letter be ad- 
dressed to the Board of Agriculture drawing attention 
to the previous correspondence between the Society and 
the Board on the subject of glanders, and again urging 
the Board to give effect to the recommendations of the 
Departmental Committee whose Report was presented 
on June 2nd, 1899. 

Sir Water GILBey, on the motion for the adoption 
of this Report, deprecated the publication of these 
reports on the diseases of animals, especially of horses. 
In giving publicity to these matters they were doing a 
large amount of harm abroad amongst those who were 
purchasers of English animals. For instance, with 
regard to Glanders, there was as great a diversity of 
opinion amongst the veterinary profession in questions 
of diagnosis as there was amongst medical men in regard 
to human diseases, and Mr. Cope himself had admitted 
the failure of some of the measures adopted. He knew 
of two instances in his own practical experience within 
the last 40 years where prominent veterinary experts 
had pronounced cases to be glanders, but were mistaken 
in their diagnosis. He agreed that they shonld do 
all they could to check the disease, but he greatly 
questioned the advisability of publishing these full 
reports. 

Sir Nice, Kinascore did not at all agree with Sir 
Walter Gilbey, as he could not conceive what harm 
could be done by the publication of the reports. The 
Council had appealed to the Board of Agriculture two 
years ago to try to stop these outbreaks of glanders. 
Since that time the outbreaks had been going on, and 
where an outbreak occurred on a farm the poor farmer 
had to kill every one of his horses. He warmly 
supported the suggestion that a letter be sent to 
the Board of Agriculture. Only within the last ten 
days he had seen the report of the death of a man 
from glanders. 

Mr. Martin was very glad that the Committee had 
decided to send this letter to the Board of Agriculture. 
[It would be remembered that two years ago this matter 
had been brought, at his instigation, before the Council, 
who had then passed a resolution urging the Government 
to adopt more stringent measures for the eradication of 
glanders. ; 

Mr. Parker said he was quite in agreement with 
what had fallen from Sir Nigel Kingscote and Mr. Mar 
tin, and he thought it was quite time stronger measures 
were adopted. : 

The Right Hon. ArLwyN FeLttowks, M.P., said that 
the Poard of Agriculture had already taken strong mea- 
sures against glanders, but it was a very expensive mat 
ter, and was really one more for the Treasury than for 


his Department. The Board were, however, fully alive 


‘to the importance of the question, and hoped to take 


action before very long. 
It is satisfactory to find this great Society pressing 
upon the 3oard the necessity of some change in the 
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regulations which have now been in force eleven 
years and have utterly failed to control the disease. 

Sir Walter Gilbey’s remarks are pitiable, and his 
statements about diagnosis are purely imaginary. 
They might have had some force before mallein was 
known, they are now simply misleading and calcu- 
lated to do harm. 

The most important contribution to the little discus- 
sion was made by the Right Hon. Ailwyn Fellowes, 
M.P.,—important because he is President of the 
Board of Agriculture. If Mr. Fellowes had only just 
become acquainted with the work of the Board one 
might have considered his statement due to want of 
knowledge, but he has for months past been the 
representative in the House of Commons of Lord 
Onslow. 

We take our report from The Live Stock Journal 
and we believe it is official. The President of the 
Board of Agriculture is reported to have said that 
his department “had already taken strong measures 
against the disease, but it was a very expensive 
matter and was really one more for the Treasury 
than for his department.” This statement is too 
serious to be passed over, and deserves attention in 
the House of Commons. What are the “ strong 
measures’ taken? There are absolutely none. 
The Order of 1894 is useless and permits the sale of 
infected horses every day. Everyone knows that 
glanders is spread almost entirely by the passage of 
an infected horse from an infected stable to a 
healthy one—and yet no attempt is made by the 
Board to stop this distribution of disease. 

We quite appreciate the difficulty of the Board 
in inducing the Treasury to grant the necessary 
money to stamp out disease. But it is no assistance 
to any efforts to make statements which are incor- 
rect, and which blind the public and the horse- 
owner to the facts. If the country knew that the 
Board of Agriculture could save the annual loss of 
2000 horses and 20 human lives by a small Treasury 
grant, the money would be available at once. 








FRACTURE BY MUSCULAR ACTION. 


Mr. Reid’s case of fracture of the os calcis is very 
interesting, but it is not positive proof that muscu- 
lar action was the cause. 

I have the bones of the fore limb of a horse that 
happened an analogous accident on an English 
racecourse—the olecranon process being fractured. 
When the bones were boiled we found, just on the 
line of fracture (on the outside) a suspicious dent 
such as might have been done by a horse shoe. 
This horse fell in the race, and therefore it is not 
easy to say exactly what injury resulted from the 
fall, what might be attributed to muscular action, 
or what might have been due to a kick before the 
race. 

There are many cases on record where a kick 
which has fractured a bone has not produced dis- 
placement for some time after and in which no 
lameness, or very slight lameness, has been seen 
during the performance of a journey aft:r the 


injury. 





th“ er ASE ae 5 

These cases have meal only a scientific 
interest, but it is possible that some day an action 
at law might arise—say in the case of a horse sold 
but not delivered, or in the event of injury taking 
place in a livery stable. I confess I am doubtful 
about muscular action being the cause of direct 
fracture, but some practitioner may know of a case 
where the history is clear, and a post-mortem exam- 
ination of the bone shows no “ starring” or injury 
pointing to previous external violence. I. B. 








OSTEO POROSIS. 


By W_ Rosertson, M.R.C.V.S.,  Bacteriologist to 
Department of Agriculture, Cape Colony. (From 
Annual Report of Chief and Assistant V.S., 1904.) 


This disease was first recognised by Varnell, and cur- 
rent European veterinary literature contains very scanty 
reference to Osteo Porosis, and from that fact we may 
deduce that the disease is rare in England. 

In certain localities of North America the disease is 
of frequent occurrence, and is said to be prevalent in 
Australia. 

The laity call the disease “Big Head,” “Swelled 
Head,” and in the Colony “ Bone Disease.” 


ETIOLOGY. 


The original essay on the subject by Professor Varnell 
is responsible for the theory of a deficiency of lime salts 
in the food, and Professor Williams says :— 

“Tt will yet be discovered that the disease is due to 
the absence of some essential ingredient of the food or 
its presence in such small quantities as to be insuffi- 
cient for the necessities of the animal, or the presence of 
some other constituents of the food in such super- 
abundance as to destroy the perfect composition of the 
aliment as a whole, and thus render it unfit for assimi- 
lation by or so change it as to cause it to become an 
irritant to the osseous system.” 

During the past six months I have met with twenty- 
three, and made post-mortems on seventeen cases of 
this disease ; it seems to be extremely prevalent around 
Cape Town, and is on the increase. 

My experience leads me to disageee with Professor 
Williams’ theory as to the cause, and I think that itis a 
disease of locality, and most probably caused by some 
specific agent. 

Harold Elliot, M.R.C.V.S., Hilo, Isle of Hawi, 
writes in regard to the prevalence of this disease 
amongst the horses of that Island, and mentions that he 
has seen over two hundred cases in the year; he also 
disagrees with the Professor’s views, and considers 
Osteo Porosis a disease of locality. In hisarticle in 7he 
Journal of Comparaiive Pathology and Therapeutics, 
this writer endeavours to prove that this disease appears 
under certain conditions of moisture and is not in- 
fluenced by heat and cold, and gives as an example :— 
“ District O of this Island is remarkable for its humi- 
dity, having an annual rainfall of 150 inches. ...... 
In this district the disease is remarkably prevalent, but 
I have never seen or heard of cases originating in the 
dry districts. Moreover, removal of affected animals to 
the latter divisions of the Island is followed by imme- 
diate improvement and ultimate recovery, a termination 
which never takes place.” 

This is hardly our experience in the Colony, though [ 
understand the disease appeared in the coast towns, and 
from thence spread up country. 

It is common in Johannesburg, Port Elizabeth, and 
the Cape Town district; it is very common along the 
Liesbeek River and the Mouille Point area. 
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Food seems to have nothing to do with any originat- 
ing cause. I have had cases in family pets, in race 
horses in training, and animals kept under the best sani- 
tary and dietetic conditions, and if it is the food, change 
of that should rq whereas in an animal once affected 
the only thing to be done is change the locality: the 
food can remain the same, and recovery may supervene. 

Animals A ffected.—So far I have only observed the 
disease in horses, and young animals under six years of 
age seem the subjects most generally affected. 

Symptoms.—The most common clinical symptoms are 
fugitive lameness, weakness in the loins, general un- 
thriftiness and paraplegia with, in the greater majority 
of cases, swelling of the superior and inferior maxillary 
bones (in only two cases have I failed to observe any 
alterations in these bones). 

I think the affected animal must suffer intermittent 
fits of pain, as in many cases I have noticed a drawing 
up of the abdominal muscles and twitching at the 
flanks, rendering the sternum and costal cartilages un- 
duly prominent as in a case of Hydrothorax, and there 
is generally difficulty in mastication. If left alone the 
animal pe fractures some limb, or Paraplegia becomes 
so marked as to render it unable to 1ise, dying finally 
from exhaustion and debility. 

I have never seen a recovery in a case in the Penin- 
sula; the course of the disease appears to be very rapid, 
and curative remedies, local and general, have proved 
an entire failure. 

In five cases the first symptom noticed was the 
sudden rupture of the Perforans tendon at its attach- 
ment into the solar surface of the Os Pedis; the tendon 
was rather torn from its attachment than ruptured, a 
piece of bone the size of a sixpence being detached. 

Post-mortem—I have made post-mortems when possi- 
ble on all the cases of this disease which came under 
my notice, and I will deal in detail with the histories 
and post-mortems of one or two typical examples. 

Case J.-A fourteen hands, well-built Colonial-bred 
six years old pony, a family pet, noticed to be sluggish 
and going lame about three weeks before. When | saw 
the case the animal was unable to rise, and lay extended 
eating with great difficulty and with a large swollen 
upper and under jaw. The animal was destroyed, and 
a careful post-mortem made. (Photo VIL.) 

The head was the part principally affected, the 
superior and inferior maxillary bones being much en- 
larged and softer in consistency than normal; the 
molar teeth were quite loose in the sockets, and the 
alveolar septa seemed in a cartilaginous condition; it 
was possible to cut these bones with a knife, and at the 
rocts of the teeth was much jelly-like matter. (Photo X.) 

When macerated out the skull was extremely fragile 
and resembled in consistency a wasp’s nest, the bones 
temporal, occipital, etc., presenting an eroded and worm- 
eaten appearance, as if acted upon by strong acid. 

The weight of the dried macerated skull minus the 
teeth was Ib. 5} 0z., and with the teeth 3lb. 1loz. 

The limbs, vertebrze and ribs in this case were fairly 
normal ; the articular cartilages of the joints presented 
an eroded appearance. 

Case 2.—A five years old Colonial stallion (one of a 
pair), noticed to be going tender on both forefeet, head 
and jaws enlarged, and very stiff in back and hocks. 

Was kept at the Experimental Station for seven 
weeks, The lameness in the hind limbs increased, and 
the cranial enlargement became more pronounced ; this 
animal fed well, but went down in condition in a most 
marked degree, and sometimes stood for a couple of 
hours drawing up the abdominal muscles as if In pain. 

One day on turning the animal in the stall a sharp 
crack was heard and the animal became unable to move, 
and ina few minutes another snap was heard and the 
horse became immovable, the feet were flat on the 





ground and the fetlocks almost tonching it. (Photo XI.) 
The animal refused to move, and when forced to 

attempt to do so swung its fore quarters forward by 

standing on its hind legs like a very bad case of 

laminitis. 

_ On post-mortem the two sesamoid bones of both fore 

limbs were fractured completely across. 

his was a good case of the disease. The bones of the 
body as a whole were more or less affected, and the 
articular cartilages showed the peculiar eroded patches 
with a smooth margin ; there was no discharge from 
these patches, which reached right down to the cancella- 
ted tissue. 

Case 3. A four years old gelding, Colonial. Wasa 
case being attended by a local practitioner in the city, 
who first suspected azoturia and afterwards slung the 
animal, diagnosing the malady as injury or disease of 
the lumbar vertebri. 

The animal struggled a good deal in the slings and at 
last got his hind feet under it, when a peculiar tearing 
was heard and the fetlocks descended right on to the 
ground, and blood began to ooze through the frog and 
around the coronet at the heels. 

On post-mortem both sesamoid bones of both hind 
legs were torn in two pieces, and the bones themselves 
were so soft that their substance could be rubbed away 
between the finger and thumb. 

This was one of the cases where the symptoms of the 
superior and inferior maxillary enlargement were 
absent. 

Case 4.—A six-year-old English carriage mare was 
lame in the hind leg and weak in the back and generally 
in a poor and unthrifty condition ; was slung as part of 
the treatment, improved, and was allowed to graze ina 
paddock ; two hours after was found lying down and 
unable to rise. When killed was found to have frac 
tured the femur at its upper middle third, and all the 
ribs on the same side with the exception of the first. 

This was a very bad case. The complete eotion when 
macerated and dried could be rubbed away between the 
fingers, and the consistency of the tuber ischii resembled 
biscuits ; the total weight of the macerated innominate 
bones was under 2lbs. and the dried ribs 2ozs. The 
The vertebrxe cut like a turnip or carrot, and the cancel 
lated tissue was full of liquid red marrow, The superior 
and inferior maxillary bones were much enlarged, and 
the teeth loose in their alveoli ; the cranial bones were 
much eroded. The femur could be cut with a knife, and 
the articular cartilages of the main joints much 
eroded. 

Regarding the post-mortem lesions as a whole, they 
resemble the disease described in human medicine by 
the nomenclature of rarefying ostitis, and that is the 
exact condition in which the bones appear to be ; the 
solid matter seems lessened, and the tissue resembles a 
shell which has been steeped in acid. 

[ have never met with any lesions in the periosteum. 

The yellow marrow is generally deficient in amount, 
and frequently its place in the shaft of a long bone is 
taken up by red marrow (this may be due to the debility 
with the latter stage of the disease) ; the line of demar 
cation between the yellow and red marrow is very mark 
ed, and the entire absence of fat about the marrow in 
particular and the carcase in general is very noticeable. 
| The erosions on the articular cartilage are numerous 
and peculiar, they seem non inflammatory and reach 
clean-ent irregular margins down to the bone 
-there is nosign of discharge or purulent matter 





| with 

| tissne 
| about them. 
| The alveoli of the teeth are in a gelatinous state, and 


| the molars loose 
| ‘This disease is certainly on the increase, and I am of 
|opinion that it is a disease of locality (and when once 
lintroduced into that place remains there in the earth, 
| 


in their sockets. 
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air, food or water, like Beri Beri in the human subject.) 

Inoculability or Communicability.—So far all experi- 
— with the direct transmission of this disease have 

ailed. 

I have tried ingestion and inoculation with blood, 
bone, marrow and gastric juices from good cases of the 
disease, without success. 

I repeated the experiment, using for the purpose a 
foal under fourteen months, and as to the result of this 
experiment we are awaiting developments. Microscopi- 
cally the blood reveals nothing either on examination or 
corpuscle enumeration ; sections of decalcified bones 
show the lesions microscopical appearances have led us 
to expect, z.¢., distension of the Lacunz and complete 
destruction of the Trabeculze and enlargement of the 
Haversian canals ; sections of marrow, including the 
demarcating line between the red and white, show the 
yellow marrow, 7.¢., fat cells, being invaded by a dense, 
small-celled infiltration. 

So far as our experience goes curative treatment is 
useless, and there seems nothing will arrest the course 
of the disease but complete change of habitat. 

A curious fact was brought to my attention by a 
Malay livery stable keeper in the neighbourhood of 
Rosebank. He stated that this bone disease was first in 
that village eleven years ago, and occurred in a broken- 
down racing pony from Port Elizabeth ; this animal was 
owned by a coloured man, and in whose stable the said 
animal died. Next year a Cape horse kept by this 
coloured man contracted the disease and subsequently 
died. Since then, the Malay added, the disease has 
always been with us. 

A large number of certain consignment of South 
American horses for the Military died from this disease 
during the years 1897-1898. 

One curious feature is that if an animal affected with 
the disease breaks a rib the bone shows no signs of heal- 
ing, and the two fractured ends unite or rather are held 
in apposition by a tube of fibrous tissue. 

I think the cause is some fixed infection which may 
require an intermediary host for the proper completion 
of its life cycle. 

The following photos bearing on the disease are also 
interesting :— 

XVII. A aoe in which the perforans tendon was rup- 

tured. 

XVIII. A side view of a case of the disease. 

XIX. Showing osteo porosis upper and lower jaws 

compared with a healthy animal. 








ABSTRACTS FROM FOREIGN JOURNALS. 
TRANSPLANTABLE LYMPHO-SARCOMA OF THE Doc. 
A contribution to the study of the transfera- 
bility of cancer. From the Royal Prussian Insti- 
tute for experimental therapy, Frankfort-on-the- 
Maine, Cancer Research Section (Medical Direc- 
tor, Dr. P. Ehrlich).—By Anton StictHer, M.D., 
Institute Assistant. 


It is the custom of those who lead others to the 
mountain top to protect those travelling with them 
and lead them on as pleasant paths as can be 
found. They praise the view, even if a good portion 
of the neighbourhood is enveloped in mist. They 
know that this canopy exerts a mysterious charm, 
that a misty distance gives the impression of infin- 
ity, a picture stern and awe-inspiring to the mind 
and senses. 

Thus Alexander Von Humboldt pourtrays in his 
kosmos the state of the soul of those who clear the 








way of search into the land of promise in all new 
and unknown things and help others by the stony 
ways through the thicket. Cancer research forms a 
thicket in whose devious and inter-twining paths 
many lose themselves, whilst many return from the 
enquiry disheartened and downcast. And of all 
problems which this cancer research presents per- 
haps the most obscure is the question of its con- 
tagiousness. 

Is cancer transferable? The investigators are 
divided into two camps. Since Cohnheim published 
his theory of the embryonal cell, and Ribbert en- 
larged on the same that not only in the embryonal 
period isolated germs arise, but also through chronic 
inflammations and other traumatic causes in post 
foetal life separated cells arise forming the malignant 
tumour, the believers in this theory accept the 
non-transferability of cancer as a sine qua non. 

The believers in the parasitic theory hold diame- 
trically opposite views, and Von Leyden is the 
chief of these. Von Leyden and a great number 
of clinicians considered every cancerous affection a 
dangerous centre of contagion for surrounding man- 
kind. 

It is to be hoped that this difference of opinion 
will soon be decided one way or the other, as nothing 
is more disheartening in medicine than this strife 
of opinions, and no time more favourabie for the 
heterodox and quack medicine vendor than the time 
of uncertainty and confusion. — Ex. Berliner 
Thiertirzt Woch. 

(To be continued ) 
G. M. 


Destruction oF B. TuBERCULOSIS IN MILK AT 
60°C. 

The question of the destruction of B. tuberculosis 
in milk at a low temperature in a short time is of 
immense practical importance, as the physical 
chemical properties and taste are all less affected 
than by a long exposure to a high temperature. 

Smith has shown that in milk heated to 60° C. 


| B. tuberculosis is killed in 15-20 minutes, but that in 


the scum which forms the bacilli may be alive at 
the end of an hour’s heating. 

But on the other hand if the vessel containing 
the milk is immersed in a bain marie at 60° or 
Pasteurised at that temperature, that all bacilli are 
killed in 15-20 minutes after the milk reached 60° 

Hesse is so convinced of this that all milk from 
the Pfund Dairy, Dresden, 15,000 litres daily is 
subjected to this process, and the security obtained 
is illustrated by the following experiments :—Eight 
tubes of 1-14 cm. diam. were charged with 4 ¢.c. 
of sterilised milk each and inoculated with a lot of 
B. tuberculosis from a culture on agar and milk, 
and then closed in the flame, six were placed in 
baths at 60, 58, and 57° respectively, two were kept 
for control. 

After twenty minutes the tubes were taken out 
and cooled. Two cm. of each tube were inoculated 
into the abdominal cavity of guinea pigs. The 
animals were killed on the 54th day with these 
results :— 
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1. Generalised tuberculosis from the two contro] 
tubes. 

2. No tuberculosis in the two guinea-pigsfrom the 
60° tubes. 

3. Generalised tuberculosis in the two from 57 
tubes, but not nearly so advanced as in the con- 
trols. 

4. As with 57° but less advanced from the 58 
tubes. 

Hesse has also demonstrated that 60° used as 
above kills the vibrio of cholera, b. typh.. coli, 
diphther, and strepto- and staphylococci.— Rev. de 
Méd. Vet. 


THE FLORA OF THE Horse’s_ Inrestines.— 

Veterinary Major BAaruCcHELLO’s conclusions from 
his researches among the flora of the horse’s in- 
testines are : 


1. B. coli of the horse is the same as in man. 

2. A coli group rather than an individual. 

3. The coli and coli simili are found in a series, 
from well defined characteristics to negative, in 
horse dung. 

4. He was not able to find or isolate Ligniéres 
pasteurella No. 7. 

5. But No. 8 occurred 14 times out of 25, but 
when developed below 20° did coagulate milk. 

6. Feeding affects the number of coli bacilli 
present, horses eating their beds being most af- 
fected. 

7. In the feces of horses there is always a sapro- 
phyte streptococcus, easily recognisable by culture 
on potato, and can be isolated by the peculiarities 
of its tiny colonies. 

8. It occurs in asses dung also. 

9. This saprophyte presents no distinct features 
from that of equine adenitis streptococcus pyogenes 
or equine pleuro-pneumonia, but the agglutinisation 
test, and the fact that the two mentioned will grow 
in a broth filtrate of the other show that they are 
distinct 

10. The streptococcus of the horse’s intestine has 
a pathogenic power which may be increased by suc- 


The valuation is to be made immediately before 
slaughter by the Board’s veterinary surgeon in 
conjunction with owner’s valuer, or alone if agree- 
able to owner. All documents are to be in dupli- 
cate and legally stamped and transmitted by the 
Board to the pay cffice within five days of date. 
The veterinary surgeon’s opinion and valuation are 
confidential.—La Clin. Vét 


By. &. P. 


Royal College of 
Veterinary Surgeons. 


_ The annual general meeting of the Royal College of 
Veterinary Surgeons was held at the College, 10 Red 
Lion Square, W.C., on Wednesday, June 7th, 1905, Mr. 
J. A. W. Dollar, President, in the chair. The following 
members were present : Messrs. J.J. Bell, G. A. Banham, 
W. F. Barrett, C. W. W. Brown, A. C. Cope, T. Corby, 
W. Roger Clarke, J. H. Carter, Col. Duck, C.B., F. L. 
Gooch, J. Woodroffe Hill, A. H. Jacobs, A. Lawson, 8. 
Locke, J. Macarthur, H. A. MacCormack, A. W. Mason, 
W. J. Mulvey, J. Penberthy, R. Porch, Col. Reilly, J. 
Rowe, R. Rutherford, F.G. Samson, F. W. Thompson, 
Gen. Thomson, C.B., 8. Villar, F. W. Wragg, Mr. Geo. 
Thatcher (solicitor), and Mr. A. W. Hill, secretary. 

The Secretary read the notice convening the 
meeting. 

The Prestpent : Before proceeding to further business 
I should like to mention that, by an unfortunate clerical 
error, the name of Mr. James Simpson was omitted from 
the list of those gentlemen who were elected to the 
Council on the last occasion, and if there is no opposi- 
tion to my proposition I will insert the name of Mr. 
James Simpson in the report which is now before meas 
having been elected to the Council on the last occasion, 
that is to say, in 1904. I take it I have your consent to 
that course.—Agreed to. 

The Prestpent : The next business is to consider and 
pass the minutes of the last annual meeting. On 
previous occasions it has been usnal for some member 
of the meeting to propose that the minutes be taken as 
read, but if there is any opposition to that course I will 
have them read. 

On the motion of Mr. Bell, seconded by Mr. Carter, 


cessive inoculations through one species of animal/the minutes of the last annual meeting were taken as 


and will reinfect its original host. read, 


11. This opens up the question whether this 
streptococcus and B. coli emitted from the horse 


The Prestpent: The minutes are now open for dis 


cussion. 


Mr Goocn: Could those minutes be published at any 


r aV 7 » ‘ aa ( ), eB . . : ’ “a 
may not have a detrimental effect on man.—La Clin. time after the annual meeting in any of the papers ! 


Vet. 


The Prestpent: If there were any general wish ex 
pressed to that effect I have no doubt the veterinary 


GLANDERS IN FRANCE. journals would be willing to publish them, and I think 


I may say that those minutes would always be open to 


€ . a C = > an » } 
By an Order passed 14th Jan., 1905, the French any vepresentative of the press who desired to report 


Authorities give compensation for horses slaugh- 


them. In point of fact they are really a précis of the 


tered for glanders up to three-fourths value of the business that was done at the last annual meeting, 
animal before attack up to 750 francs—30 guineas—| which has already been reported, twelve months ago, 
for compensation, in order to obtain which the | ertenso in most of the journals. 


claim must be accompanied by the following docu- 
ments :——1. Copy of intimation of disease to police. 


2. Report of inspecting veterinary surgeon con-| 


Mr. Goocu : I should like to say that those minutes 


were not reported 7m extenso in the journals, 


The PRESIDENT : The minutes were not, but the pro 


-eedings were. 





demning. 3. Order of Board to kill. 4. Certificate 
of slaughter from Board’s inspector. 5. Valuation. 
6. P.M. report. 7. Certificate of Board’s inspector 
that owner had duly carried out all instructions, | 
especially as regards disinfection. | « 








proceedings, just a very short report. 
will find anything in the journals. 


Mr. Goocu : No, there was scarcely any report. of the 
[do not think you 


The PresipENT: I must point out to you that dis- 
‘ussions do not form any part of minutes. Minutes 
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consist of resolutions proposed and carried, and business 

done, but not discussions; so that you will not be any 

further forward if these minutes, as they stand here, 

} ta printed, because they simply record the business 
one. 

Mr.Goocu: The business done, I suppose, would 
consist not only of resolutions proposed, seconded, and 
carried, but resolntions proposed, seconded and lost. 
Would that be recorded in the minutes ? 

The PRESIDENT : Yes. 

Mr. Goocu : It was not recorded in the journals; is it 
recorded in the minutes ? 

The PrEsIDENT : I think perhaps it would have been 
a saving of time had you proposed, after all, that the 
minutes be read. 

Mr. Gooca : 1 did not wish to do that. 

The PRESIDENT: I am afraid we shall occupy more 
time in referring to them in this way than in having the 
minutes read. I am desirous of giving you every op- 
portunity of speaking, but [ must point out that unless 
there is a definite proposition from you that the minutes 
be read, in contra-distinction to their being adopted, it 
is scarcely open to you now to discuss the question, 
and it is certainly not open to us to discuss what has 
occurred in the professional journals, as that lies entirely 
outside the scope of the business of the present meeting. 
I have no doubt, however, that the fact that you have 
drawn attention to the matter will result in the profes- 
sional journals paying more attention to the point on 
future occasions. 1 trust it will be so. 

On the motion of Mr. Bell, seconded by General 
Thomson, it was unanimously resolved that the 
minutes of the last annual meeting should be adopted 
and confirmed. 


ELECTION oF CoUNCIL. 

The PREsIDENT: The Secretary will now read to us 
the Scrutineers’ Report of the ballot for the election of 
Council. 

The SECRETARY read the Scrutineers’ Report, which 
stated that the following gentlemen had been elected 
and not elected :— 


Elected. 
Wragg 905. Carter 751 
Williams 838. Shiple 688. 
Mulvey 825. McCal 635. 
Stockman 807. Shave 592. 
McKinna 772. 


Not Elected. 


Messrs. Sumner, Stroud, Roberts, Gooch, Clark, and 
Barker. 

On the motion of Mr. Wragg, seconded by Mr. Law- 
son, a hearty vote of thanks was passed to the scruti- 
neers for the work they had performed. 

The PrestpENtT: The next business is that of balloting 
for a member of Council to take the place of Mr. Bower 
who has retired. The names of the recently elected 
members of Council, namely Messrs. Wragg, Williams, 
Mulvey, Stockman, McKinna, Carter, Shipley, McCall, 
and Shave, have been inscribed on slips of paper, they 
will be placed in the ballot box, and I will withdraw 
one, and the name of the gentleman so withdrawn will 
be that of the member who will take the place of Mr. 
Bower. 

The PRESIDENT then made the draw, and announced 
that Mr. S. Stockman (whose name he had taken out of 
the ballot box) would take the place of Mr. Bower, who 
had retired from the Council. 


ANNUAL REPORT. 


On the motion of Mr. Goocu, seconded by Mr. Locke, 
the Annual Report was received. ; 
_ The PrestpEent : The Report is now open to discus- 
sion. 








Mr. Locke : I should like to make one remark with 
regard to the time at which this Annual Meeting is held. 
A good many gentlemen who live 100, 200 or 300 miles 
from London, tind it very inconvenient to get here at 
12 o'clock. In order to do that they have to come to 
town the day before, and spend the best part of three 
days in attending the Annual Meeting. If an arrange- 
ment could be made so that the meeting took place at 
one or two o’clock, the time at which the Council meet- 
ings are held, it would meet the convenience of a great 
many members who cannot very well attend at the 
earlier hour, and who might attend if the meeting was 
held later. 

Prof. PENBERTHY : The time of the meeting is fixed 
by the Charter. 

Mr. Locke: If that is so, it settles the matter. 

The PRESIDENT: I should be glad if those members 
who desire to take part in the discussion, or to ask any 
questions, would come torward promptly, because [ 
believe there is a very important function taking place 
shortly at which a considerable number of members 
would desire to be present,—-the visit of the King of 
Spain to the city—-and it would facilitate business 
greatly if those persons who wish to speak would 
promptly avail themselves of the opportunity. 

Mr. Goocn : The Balance Sheet is included, I sup- 

ose. 
J The PRESIDENT: Yes. 

Mr. Goocu: 1 should like to ask the Treasury for 
details of the expenditure on the Dinner, £19 8s. It 
appears to me that the Dinner is a far more important 
function than the Annual Meeting. A great many 
members seem to attend the Dinner who do not consider 
it necessary to come to the business meeting. I find 
that in the previous year something like £12 was spent 
on the Dinner, while this year £20 has been expended 
on it. 

Mr. F. W. Wrace: I have not the accounts before 
me, but the Council made a grant of £20 towards the 
Dinner, so that we are within the limit of the grant. 

Mr. Goocu : I was not aware that a grant of £20 had 
been made, otherwise I should not have risen. 

The PrestpENT: As a rule a grant is annually made. 
For a great many years past the sum of £20 has been 
voted for the purpose of entertaining the guests of the 
Council, and to assist the general preparations for the 
Dinner. In default of any further discussion, I shall be 
willing to receive a proposition that the Report be 
adopted. 

Mr. Carter: I beg to move that the Annual Report 
be adopted. 

Prof. PENBERTHY seconded the motion, which was 
carried unanimously. ) 

The PRESIDENT : Gentlemen, that concludes the busi- 
ness of the meeting. 

Mr. Goocn : Is the meeting open for suggestions on 
the part of members with regard to the Council? This 
is the only time we have an opportunity of saying any- 
thing on the subject. I should like to suggest that you 
alter the notice of the meeting, so that it shall contain 
not only the business with regard to the Annual Report 
and the election, but any suggestions that may be made 
by the members, so that something may be open for dis- 
cussion. The mouths of all the members who attend 
the Annual Meeting--and I am sorry they are so very 
few—are closed, and nothing is put on the agenda except 
the Annual Report and Balance Sheet and the election 
of nine members of Council. I should like to suggest 
to the Council that in issuing the notice to the members 
next year, they place upon the agenda any suggestions 
which may be raised at the meeting so that they be 
discussed. ; 

The PrEsIDENT: I am quite sure the Council would 
be very pleased to receive any suggestions that were 
brought forward. The difficulty is that the form of our 
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VII. Osteoporosis. 








XIX. Lower jaws. 1, 3, Osteoporosis: 2, healthy animal. 


To illustrate Mr. Robertson’s Report on Osteoporosis in Cape Colony. 














\1 Showing descent of fetlock 
after fracture of Sesamoid 
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XVII. Showing result of rupture 
of Perforans Tendon from its attachment. 
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proceedings is more or less dictated by statute, and it 
must necessarily be limited by former tradition also. As 
a rule the course which has been adopted in the past 
when any suggestions have been brought forward, has 
been to submit them first of all to the Veterinary 
Medical Societies, and if such suggestions have con- 
templated any considerable alteration in the procedure 
or work of the Council that has given an opportunity 
for wide discussion and for the welding of the sugges- 
tions into a concrete form, so that when they have come 
before the Council they have already assumed something 
like a workable shape. I think that is probably stil] 
the best method of dealing with reforms ; that first of 
all the reforms should be discussed by the Veterinary 
Medical Societies, and that after full discussion in diffe- 
rent parts of the kingdom the suggestions should be 
brought forward finally by them, not that points of any 
seriousness should be discussed here. The time is not 
sufficient, and the members assembled do not always 
permit of the meetings being regarded as representative 
of all parts of the kingdom. 

Mr. Locke: With regard to the remarks I madea short 
time ago as to the time at which this meetingisheld, | find 
Bye-law No. 3says that the meeting shall be held on the 
first Wednesday in June, but it makes no mention of the 
time, so that Professor Penberthy is not quite correct in 
what he said. 

Mr. Cope: You might bring that before the Council 
when they meet next time. 

Mr. A.C.Cope : Before we depart, I think you will all 
agree with me that it is our duty and pleasure to pass a 
vote of thanks to the President for his conduct in the 
chair to-day. His duties on the present occasion have 
certainly been very light, and that is rather a happy 
thing, because I have known the time when we have 
had certain gentlemen belonging to the profession pre- 
sent who made themselves exceedingly obnoxious in 
some form or another, and who delayed the meeting toa 
very considerable extent. We have had a very happy 
meeting to-day, over which our President has presided 
in an excellent manner, and I heartily congratulate him 
on the bility with which he has carried out his duties. 

Mr. Goocu: I should like to second the motion, but 
at the same time [ cannot coincide with the last speaker's 
remarks as regards anything obnoxious being said at the 
annual meetings. When a man gets up and speaks his 
mind at a meeting, and if he thinks he is in the right, he 
is at perfect liberty to make his remarks. It is the only 
opportunity members of the profession have of making 
any remarks. I shall be very pleased indeed to second 
the resolution of thanks to the President. I am very 
much obliged to the President for the courteous manner 
in which he has answered several questions. If we err, 
we err in ignorance ; it is simply because we do not meet 
oftener nor have sufficient time to discuss these matters 
that such things occurs. These meetings only take 
about ten minutes, which 1 think is almost a disgrace to 
the profession. Although I cannot altogether agree with 
the previous speaker’s remarks, I second most cordially 
the vote of thanks to the President. 

Mr. Corr: I hope the gentleman will allow me to 
apologise if he thinks I referred to anything he had to 
say. On the contrary, I thought all he said was quite in 
accordance with what he should say if he thinks fit to do 
so on an occasion like this. But I think | said “on cer- 
tain occasions.” 


cussion, so that any member of the profession can say 
anything he likes so long as he keeps to the point. 

1 he resolution was then carried with acclamation. 

The PRESIDENT: Will you permit me to say that 1 
feel sure the references that have fallen from Mr. Cope 
alluded toa long anterior period. For many years past 
I am sure the annual meetings of the Council and of the 
profession have been characterised by the most cordial 
and amicable relations. It requires a very considerable 
excursion into the past to find anything to which 
we can take exception. I am delighted that on the 
present occasion the meeting had so little to criticise 
in the doings of the Council for the past year. I hope 
the Council has not been less occupied than usual; and 
if the paucity of discussion indicates agreement, then I 
must take it that the meeting signifies its approval of 
the work of the Council. For the kind remarks which 
have fallen from my friend, Mr. Cope, and which you 
have been so kind as to second, [ wish to return you my 
very heartiest thanks. It is always a pleasure to me to 
preside over any meeting of the profession, and it is a 
double pleasure and a double honour to preside over so 
important and momentous a meeting as this always is. 
Gentlemen, I thank you. , 

The meeting then terminated. 


SOUTH DURHAM AND NORTH YORKSHIRE 
VETERINARY MEDICAL ASSOCIATION, 


A meeting was held on Friday, March 10th, in the 
North Eastern Hotel, Darlington, Mr. H. Peele, of Dur- 
ham, President, in the chair. There were also present : 
Messrs. J. H. Taylor, W. N. Dobbing, and C. G. Hill, 
Darlington; E. H. Pratt and A. M. Munro, Northaller- 
ton ; E. R. Gibson, Seaham Harbour; Geo. R. Dudgeon, 
Sunderland; P. Snaith and A. C. Forbes, Bishop Auck- 
land; K. Rankin, Durham; John Wilson, Yarm; and 
W. Awde, Stockton-on-Tees. 

After the minutes had been confirmed, a communi- 
cation was read from the Royal Institute of Public 
Health ve forthcoming Congress. 

Mr. TaYLor proposed, and Mr. Dudgeon seconded, 
that the President attend as delegate, and that his out- 
of-pocket expenses be paid. Carried. 

A letter was read from the Lincolnshire V.M.A. ask- 
ing for the support of members for Mr. Gooch, their 
nominee for Council. It was decided that the letter 
should be acknowledged, but that it be left to individual 
members as to whether they will vote for Mr. Gooch 
or not. 

Mr. RANKIN produced several ear caps for dogs made 
out of macrame string by a lady friend to his instruc- 
tions, and which he had found most useful. He also 
mentioned an ontbreak of ophthalmia in newly-born 
lambs. Within two hours there was a discharge at first 
of a watery character, which ultimately became thicker 
until it was of a muco-purulent character. The con- 
tents of the eyeball escaped in some cases. In others 
there was a gluey discharge which gummed the eyelids 
together. One ewe had like a gonorrhceal discharge, 
but others apparently healthy. _Newly-born lambs were 
treated with Potass. permang., later with Tinct. sulph, 
and Argent nit. after a few days. They were now 
nearly all better. The lambs were the produce of about 
four different rams and some by each ram were affected. 





Mr. Goocu: I quite agree with the previous speaker. 
I have been to these annual meetings for twenty-four | 
ears, I have never missed one, and although I have | 
eard things said that have not coincided with the | 
views of the Council, they have not been obnoxions. I) 
knew that Mr. Cope did not refer to me personally; it | 
is not a personal matter at all, but I think it is only | 
right that this meeting should be open for free dis- | 


Mr. J. H. TayLor mentioned the case of eczema under 
treatment on oceasion of last meeting, and said that 14 
days after the horse went lame behind through foot 
sores. Heafterwards broke out in urticaria on the 
thighs, and the owner became so disgusted that he sold 
3. The horse came back to their infirmary 


him for £3. } 
about six weeks after and was dressed with Boracic 
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powder and sulphur, and gradually improved. A little 
of it was left about his ears when t went away, and on 
some parts of the body the hair had not grown. 

Mr. SNaAITH was called to amare which had met with 
an accident. She was heaving very much, nearly like a 
case of broken wind. The shaft of a conveyance had 
entered the chest. He probed the wound which was 
about two inches deep, and through which the mare 
was breathing. He put some tow in but she became 
suffocated and it had to be removed as she could not do 
without the opening. When she was destroyed it was 
found that the wound penetrated the trachea about 
four inches above the sternum. 

Mr. Pratt stated that his attention was called to a 
cow with a wound in the vulva, for which he prescribed 
Chinosol to be injected with a syringe. The owner told 
him that about a week after the beast next to her was 
swollen in her vagina and similarly held to the other. 
Did the members think it was possible for the first one 
to have affected the other by contact if it was a case of 
gonorrhcea ? He informed the meeting that the Cancer 
Research Society had furnished him with such a quan- 
tity of tubes that he would be glad to supply any of 
the members with a few when they required them. 


Mr. Snaith proposed the Election of Mr. K. P. RANKIN, 
M.R.C.V.S., of Durham, and Mr. A. M. Munro, 
M.R.C.V.S., Northallerton, as members of the Associa- 
tion, seconded by Mr. Hill, and carried. 


A FEW DISEASES OF THE FOOT IN HORSES. 
By K. P. Ranxry, M.R.C.V.S., Durham. 


In this paper I shall confine myself to diseases of the 
horn secreting structures. The first to which I shall 
call your attention is what has been called. 


INFLAMMATION OF THE PERIOPTIC RING, OR CoronlTIs. 


This is generally seen in coarse bred horses both of 
the heavy and light variety. Not much is known as to 
the causes of this affection, but I should say the use of 
too hot or of too many poultices, standing for lengthy 
periods on filthy moss fitter, and eczematous affections, 
such as grease, etc., rank among the commonest. 

Symptoms.—These are not by any means constant and 
may vary from a merely reddened condition of the 
coronet to a separation between the coronary substance 
and the wall with pus present and great lameness. The 
chief symptoms, however, in the majority of cases are heat 
and tenderness round the coronet and a production of 
dry, grey scales, which after a time fall off, leaving the 
coronet red and swollen. The surface of the wall may 
show a number of peculiar cracks or depres ions which 
cross and recross each other (also seen in the disease 
known as “ Buttress Foot”). Lameness is rare except 
in the acute condition. 

Treatment is simple. The parts are thoroughly 
cleansed and scrubbed by means of a brush with soft 
soap and a warm disinfectant solution (Creolin for pre- 
ference). The parts are then dried and any simple 
ointment applied. I generally use Ung. zinci, B.P., or 
Ung. zinci carbol., and have found this effectual. The 
animal should be bedded on straw if moss litter has 
been previously used. A mild blister round the coronet 
is sometimes advisable. 


FALSE QUARTER, 


This is a term used to denote one or more fissures in 
any part of the wall, due to the destruction of a portion 
of the coronary band. Its cause may be anything that 
destroys the Secretory substance—the coronary band—- 
such as treads, wounds of the coronet, quittors, and is 
often due to operative interference in sinuses of the 
coronary region. 





False quarter is a permanent defect but does not often 
cause lameness, though it is liable to do so through 
faulty shoeing or through dirt or gravel insinuating it- 
self through thecrack. The crack is filled to a certain 
extent with a sort of modified horn—from the laminz, 

Treatment.—Should there be a wound of the coron- 
ary band endeavour must be made to get the edges to 
unite, either by means of sutures or by a firm bandage. 
Should the wound be of old standing this treatment is not 
of much avail. Blistering the coronet sometimes helps, 
1n cases where there is an undoubted false quarter proper 
shoeing is the only way by which the animal can be 
made useful. A bar shoe with tar and stopping is 
generally used, but personally I prefer a plain shoe 
having a fair amount of “ cover” and longish heels, the 
arm of the shoe being “ set ” a little in front and a little 
behind the crack, which may be filled up with a rubber 
solution. 

At College we were always warned to be careful in 
examining a horse with very dirty feet or very carefully 
blackened hoofs and to insist on them being washed with 
water. This is a very necessary precaution, for I re- 
member a case in which on the shoe being removed to 
examine the foot a carefully and artistically stopped 
crack was revealed. 


SAND CRACK. 


This is somewhat similar to the foregoing and denotes 
a crack or fissure in the wall running parallel to the 
direction of the horn fibres with no destruction of the 
coronary substance. There are many kinds of sand- 
crack. According to the position of the crack we speak 
of sandcrack of the toe, of the heel, of the quarter, and of 
the bar. There are cracks beginning at the coronary mar- 
gin and cracks beginning at the bearing surface margin 
of the wall. Some cracks are very shallow and others 
are very deep, penetrating to the sensitive structures 
and causing bleeding and great lameness on movement. 
Sandcrack occurs in both fore and hind feet. In fore 
feet generally at the quarters and on the inside. In 
hind feet oftenest at the toe, though a crack may occur 
anywhere on both the fore and the hind feet. 

Causes.—They are numerous. Many horses have a 
predisposition to sandcrack. They have dry, brittle, 
and shelly feet, and seem to spring a crack on the slight- 
est provocation. In many cases it seems to be constitu- 
tional. Bad shoeing isa frequent cause, especially when 
an unequal distribution of weight is given. Horses with 
too high heels and a small frog may easily spring a crack, 
often of the bars. 

Symptoms.—At first there may be no other symptoms 
than the crack in the hoof, but immediately the crack 
penetrates the sensitive structures lameness becomes 
apparent. This lameness is most severe when the crack 
is at the toe and in a hind foot. It resembles in a degree 
the signs of stringhalt, the leg is caught up quickly, but 
is not let down with the force that is used in stringhalt, 
the leg is cautiously put down with the heel touching 
the ground first. There may be some systemic distur- 
bance, and the pain may be acute. Pyogenic organisms 
may gain entrance and gave rise to suppuration, and 
which terminates in what is known as a “ quittor.” 

Treatment.—This will depend to some extent on the 
severity of the crack. If one has reason to suppose that 
the crack is recent and suppuration has not taken place, 
all that is required is to clean the crack well, pare the 
edges smooth, and make with a hot iron a horizontal line 
between the top of the crack and the coronary band. 
This line or groove is then pared deeper with a knife in 
order to prevent the crack from being perpetuated. A 
blister round the coronet to hasten the growth of new 
horn completes the treatment. Recovery is sometimes 
assisted by fixing the edges of the crack together by 
means of clips. This is done by making a hole in the 
wall on either side of the crack with a specially formed 











present ; certainly not to the extent it is done. 


afiseparation between the laminz and the wall. 


Seedy toe is often seen after laminitis, and may 
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iron which has been heated. The clips are placed in 
those holes and pressed home by means of special for- 
ceps. Two, three, or four of those clips are fastened as 
is necessary. This “clasping” as it is called is only 


advisable when the crack is at the toe or at the quarters 


in strong feet. 

Should there be suppuration the crack must be pared 
to the bottom, or “ bottomed ” as it is called, to give exit 
to the pus, the shoe is removed if this has not been 


already done, and the foot immersed in a hot antiseptic 


bath for an hour or so twice a day, and a poultice put on 
when each tubbing is ended. This is continued until 
all the inflammation has subsided and the crack quite 
clean. The after treatment may be the same as men- 
tioned above, or instead, two grooves originating at a 
point about the middle or the end of the crack and 


diverging from each other towards the coronet in the 


shape of the letter V are made in the hoof, and*the horn 
pared through. Another groove is then made at the top 
of the crack between it and the coronary band and join- 
ing the two arms of the V. Formerly the horn enclosed 
by those grooves was stripped off, but that is not at all 
necessary. 

In all cases of sandcrack the shoeing is most impor- 
tant. All pressure must be removed from the diseased 
portion of the wall. In sandcrack of the toea plain shoe 
with a slip on either side of the toe and “set” between 
those clips so as to take the pressure off the crack seems 
to answer best. Quarter and heel cracks in the majority 
of cases do well in a plain shoe “set” under the crack. 
Sometimes, however, especially when the frog is small 
and the foot cmaial. they do not answer ; then a 
three-quarter bar shoe is necessary. 

Sandcrack of the bars is fortunately comparatively 
rare, but nevertheless they are the worst to treat as a rule. 
This condition nearly always results from allowing the 
heels to become too high, and is generally seen in feet that 
are small and contracted and are often accompanied by 
corns, Personally I have only seen them in fore feet. 
The symptoms are somewhat different from the other 
forms. The horse stands over at the fetlock, rests his toe 
on the ground. On movement he is seen to be very 
lame, as the crack opens and shuts and the sensitive 
parts become irritated and inflamed. On removing the 
‘shoe the crack is seen as a dark line from which exudes 
.a watery substance, generally blackish, though it may be 
red, due to admixture with blood. 

T'eeatment.— In such a case is to remove the edges of 
the crack and by paring with the knife, “bottom the 
rack.” The adjacent horn should then be well thinned 
in order to remove as much pressure as possible. The 
foot is now placed in a hot antiseptic bath for an hour 
or so and a poultice put on after this is done. As soon 
as the inflammation has subsided the crack is wiped 


«lean with cotton wool and a bar shoe with a leather 


sole and tar and stopping put on. 

=At present we have a cob with a sandcrack at the bar 

—he is shod with a plain shoe and goes sound. ‘ 
Remarks.—Some people advise “ bottoming the crack ” 


‘on every occasion and paring as much horn away as 


possible, but I think this is most foolish, and never 
should be done unless one has a suspicion that pus 1s 
It only 
weakens the wall and increases the chance of septic 
infection. Asa rule all that is necessary to pare is the 


edges of the crack should they overlap each other. As 


in most things, the simplest treatment is the best. 


SEEDY TOE, 


t : This is a term applied to a condition in which there Is 
an imperfect secretion of horn which causes ultimately 


This 


imperfect horn seems to be secreted very rapidly and to 


‘dry up almost immediately into a dry grey —- 
ais( ; 





due to too tight “clipping.” Though called seedy toe it 
is not confined to that region but may be found all round 
the hoof occupying the lower margin. 

_ Lameness is not common, and generally one’s attention 
is only drawn to this condition by hearing a hollow 
sound when the hoof is tapped with the hammer, or by 
a slight bulging of the wall at a certain part. 

As to its cause, we were taught at College it was due 
toa fungus or mould, and I see that ina recent number of 
the Italian journal, La Clinica Veterinaria, a gentle- 
man claims to have discovered that a special fungus— 
“Achorion Kerathophagus ” is the aaa agent. 

T'reatment.—Remove all the imperfect horn and wash 
out the cavity with an antiseptic (disinfectant) or 
astringent ; zinc sulph. or pure a acid I have 
found most useful. 

In cases where there is only a comparatively small 
portion diseased, the separated wall should be cut 
through and stripped off. Needless to say in shoeing 
the diseased part of the wall must be slovedl of al 
pom (no clips), a blister round the coronet is 
eneficial. 

Seedy Toe is an unsoundness—is one that lends itself 
well to the “concealing art” of the unscrupulous horse 
dealer. Ihave seen a horse sent in to be examined for 
soundness and when the foot was lifted up one could not 
have wished for a better foot or a better shod hoof. It 
was just a shade too good in fact. On removing the 
shoe a really beautiful piece of work was revealed. 
False nail heads and false clinches had been put in where 
the cavity or “seedy toe” was—all maul the inside 
am The moral of this tale is quite plain to all 
of us.. 


LAMINITIS. 


The last disease I shall mention to you is laminitis. 
It has always interested me owing to the resistance it 
occasionally makes to ordinary methods of treatment. 
I devoutly hope that I shall learn something from your 
discussion that will be of use to me on some future 
occasion. 

Laminitis has been described as “a diffuse inflamima- 
tion of the sensitive lamin leading to deformation of 
the hoof.” 

[ts causes, or rather predisposing causes (for its real 
cause is probably some absorbed toxine), are many and 
varied. They include bad shoeing, severe and fast work 
on hard roads, especially after a prolonged rest in the 
stable, chills, prolonged standing aboard ship, or during 
the healing of fractures, etc. (so called “ pressure lami- 
nitis), infectious pneumonia, pleurisy, septic metritis, 
colic, due to bad food or wrong feeding—wheat, barley, 
new hay, new oats, etc., causing intestinal troubles. What- 
ever the cause may be the symptoms are pretty constant, 
and only vary in degree. Laminitis may be divided for 
all practical purposes into acute and chronic. The 
symptoms of both forms I shall not bore you with, as 
they are very familiar to all of you. 

The acute form may be defined as that which 
is accompanied by febrile symptoms and great 
systemic disturbance. The chronic, that in which 
there are ‘no or hardly any—systemic disturbances 
but a deformity of the feet. The chronic form 
is liable to become acute, and oftenfrom very trivial 
causes. In laminitis, as in all inflammations, an exudas 
is poured out and this occurs soon after the disease co 
mences. The exudate is accompanied by a prolifera/ 
of the epithelium of the sensitive laminz and is 
abundant at the toe than elsewhere. This increy 
thickness and presses on the os pedis, causing It t/ 
from the wall to sink down towards the sole, the 
tween os pedis and the wall becoming filled v 
inflammatory growth which if a specimen be 
is seen to be a thickening of the “ white 
descent of the os »edis is, it is stated, haste 
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that the flexor pedis perforans tendon which is tense from 
the increased weight being thrown upon it, exerts a pull- 
ing action on the os pedis and draws the toe of the bone 
downwards. The result of the descent of this bone is to 
make the horny sole assume a convex shape, and this is 
termed “dropped sole.” The os pedis itself becomes 
absorbed at its borders and the toe is turned up. Por- 
tions may become fractured. Again the os pedis may 
perforate the sole. This allows the entrance of pyogenic 
organisms, suppuration takes place, and death results 
from pyemia. Asa rule “dropped sole” is associated 
with chronic laminitis. At this stage also the wall of 
the hoof presents a characteristic appearance. It 
becomes “ringed.” The rings are irregular and converge 
towards the front of the hoof. 

It is quite possible however that resolution may occur, 
and no structural change take place. In some cases the 
absorption of the exudate leaves a space between the 
sensitive and horny lamin and a seedy toe results. 
Even when resolution does occur the tendency to fresh 
attacks continues, and relapses are common. 

Prognosis is often difficult, but in the majority of cases 
- severity of the attack may be measured by the degree 
of pain. 

reatment. There is more dispuie about this thar in 
most diseases, and it is on this point that I am looking 
forward to being enlightened. verybody is agreed, I 
think, as to the preventive treatment. Horses not at 
work should receive a reduced diet and be exercised 
every day. Horses that have to stand in one position 
for a long time (as aboard transport) should not be sent 
to work directly, but for a week or so be fed on a laxative 
diet, and be allowed just gentle exercise. Foetal mem- 
branes should be at once removed from mares that have 
aborted or given birth to young, etc. 

To come to direct treatment—This is different in the 
acute and the chronic forms. 

Acute. The treatment I adopt in ordinary concussion or 
dietetic laminitis is, I administer a moderate dose of aloes 
in ball: I then have the shoes removed, and put the animal 
in a comfortable loose box with plenty of straw (short) 
bedding. I place a warm poultice on the affected feet and 
have the neaiiies kept warm all day. This softens the horn 
and relieves the tension of pain. I continue the warm 
poultices until I think the inflammation is to some extent 
subdued, then I have them changed to cold ones and cold 
swabs. At this time, also, I have broad-webbed, fairly 
thick shoes placed on the feet, and encourage the animal 
to walk about the box, or if thought fit he may be exer- 
cised for a short time each day.: Careful examination of 
the feet should be made for signs of “dropped sole.” In 
order to reduce the fever I give small doses of Tr. Acon- 
ite, or of Mag. Sulph. Blister coronet afterwards. I 
vary the treatment with regard to the aloes according to 
circumstances. If the patient be a mare in foal or with 
pneumonia, pleurisy, or influenza, I give repeated doses 
of Mag. Sulpk. instead. In parturition cases I remove 
the foetal membranes and wash out the uterus with sol. 
Chinosol. 

Bleeding I have never tried, though I should think it 
would be beneficial—that is from the jugular. 
Bleeding from the toe [ condemn, as it is very difficult 
to keep the wound clean, and organisms gain an easy 
entrance. Bleeding at the coronet, though it has not 
that objection, is not so effectual as from the jugular. 

A more modern treatment is the administration of 
Arecaline. This is the active principle of areca nut, 
and possesses the properties of both eserine and _ pilo- 
carpin. It strongly stimulates secreting nerves of the 
glands and causes peristaltic movements of intestines. 
It was first used by Fréhner in laminitis and he considers 
it promotes absorption of the exudate and inflammatory 
cedema, and shortens the attack. The Hydro-bromide 
is the salt used. The dose is § to 1 or 14 grs. hypoder- 
mically and intravenously once a day for four or five 











days. It is almost a specific, but its use by general! 
practioners is debarred by its enormous price. It is, I 
think, 16/6 per drachm. 

Diet. This is important. During an attack corn 
must be withheld. In summer grass, or in winter mashes 
and a little hay. 

Shoeing. After the acute symptoms have passed off, 
and should the sole be still concave an ordinary shoe 
with a fairly broad heel, not too thick at the heels, 
answers very well. When the sole is convex a shoe thin 
at heels and toe—a rocker shoe—must be used. 

Chronic Laminitis. In the treatment of this condition 
the shoeing is of the most importance, the thin-heeled or 
rocker shoe being essential. Blisters round the coronet 
and rest improve matters greatly. Within the last year 
or so operative treatment has come into vogue. One of 
those is “ Ligature of the external digital artery.” This 
has been carried out successfully on the continent and 
also to a less extent in Britain. The operation is per- 
formed above the fetlock, at the seat of operation 
for high plantar neurectomy. The artery is exposed, 
two ligatures of silk tied round it, and then the vessel 
is cut between the ligatures. The external skin wound 
is sutured. If this is done under antiseptic precautions 
healing soon takes place. The effect of this is to diminish 
the arterial pressure and the intensity of the inflamma- 
tion. In from one to six months the deformity of the 
hoof is removed and replaced by a new growth of healthy 
horn. Personally I have only had the opportunity of 
seeing this once, but was not able unfortunately to follow 
up the case. It is certainly worthy of atrial. The credit 
of this operation is due to M. Joly, a veterinary offi- 
cer in the French army. 

Another operative method appeared in a German 
journal in Jan., 1903. Hoffman. He advocates cutting 
through the hoof to the laminz by means of an electric- 
ally-driven saw. The cutsare made parallel to the horn 
fibres. He casts the animal and administers an ans- 
thetic and uses strict antiseptic precautions both during 
and after the operation. 





In the discussion which followed, 


Mr. Fores favoured cold poultices rather than hot, 
but of course antiseptic. He considered bleeding of great 
value in early stages of acute laminitis. 

Mr. DupcGEon thanked the essayist for his paper: 
he had gone into cases which were more or less familiar 
to all and with which we came into contact nearly every 
day. In sandcrack he agreed with the reader of the 
pee with regard to removing horn, and did not 

elieve in poulticing much unless suppuration was 
taking place. He remembered a case of acute laminitis 
where the animal was so lame that it could not be moved 
from the ground where it stood. Fever very high. He 
had poultices applied to the feet and found it little or 
no better after a few days treatment. The animal was 
then turned out into a field for 10 to 14 days, after 
which it was ready to go to work without any further 
treatment. 

Mr. Tay Lor did not agree that they should not pare a 
sanderack. French clips had not proved satisfactory in 
his hands as they were apt to come loose, he preferred 
anailto them. In seedy-toe the whole of the horn affec- 
ted should be removed or treatment would be of no use. 
Blisters to the coronet and a bar shoe and rest would 
then be effectual. There were always different opinions 
as to whether hot or cold poultices should be soled to 
the feet in cases of laminitis. He instanced the case of 
a man’s finger nail being damaged where cold water 
eased but hot water aggravated the pain. 

Mr. SnairTu believed cases of false quarter were caused 
by surgery—quittor and wounds to coronet. He now 
strips all horn off to coronet and is never troubled by 
cases of false-quarter as a result. 
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Mr. WILSON thanked the essayist for his paper. He 
bled in nearly all cases of septic laminitis, and did not 
allow mares to stand atall, but had them driven out of 
the box as soon as possible. 

Mr. H. Prete had seen laminitis following on the 
iving of a dose of physic, and four or five cases of the 

ind had come under his notice following a large propor- 
tion of maize in their food. 

Mr. AwDE believed in warm poultices for a few days 
after which cold applications could be used. In sand- 
crack, to treat it successfully, all movement must be 
stopped and pressure removed. A clip on either side of 
the crack, or a rivet to bind them together, he preferred 
to any other means. 

Mr. RANKIN, in replying to the discussion, said the 
cavities formed in seedy toe should be syringed ont with 
earbolic acid. There were always persons who advoca- 
ted hot poultices and those who alloved cold ones were 
the best, but he should not use them at all in cases of 
sandcrack except there was acute lameness, and he pre- 
ferred a nail to bind the edges together rather than a 
French clip. 

Mr. TaYLor proposed, and Mr. Dobbing seconded a 
vote of thanks to Mr. Rankin for his paper, to which the 
Jatter suitably replied. 


W. Awns, Hon. Sec. 








MEAT INSPECTION. 


The number of animals slaughtered during the year 
has been considerably less than was the case during the 
twelve months immediately preceding—the total during 
1902 having been 223,978 animals, while last year the 
number amounted to 213,630. To a certain extent at 
least, the diminution in number is accounted for by the 
ever-increasing importation of foreign meat. An idea of 
this increase may be gathered from the fact, that during 
1903, there were imported to the City 29,500 sheep car- 
cases, while during last year 36,000 were received. 

In spite of the lesser number of animals dealt with at 
the City Abattoir, the number of seizures made has been 
considerably larger during the latter period, the quantity 
jn excess amounting to a total of 23,319 Ibs. This in- 
crease is probabiy chiefly accounted for by the greater 
number of bullocks which have been seized in consequence 
of the presence of tuberculous disease. There can be 
little doubt that in this class of animals, within the past 
‘few years, this disease has been found more prevalent. 
To whatever cause this may be attributed, the fact 
remains that a very largely increased number of bullocks, 
which, during life, have appeared ina healthy and sound 
condition, have, after slaughter, been found so largely 
affected with tuberculous disease as to necessitate the 
seizure of the carcases, either in whole or in part. 

Four cases of anthrax were discovered in the slaughter- 
‘houses during the period under report, and the usual 
prompt measures were at once adopted in order to ensure 
their destruction, and the thorough purification of the 
— of the premises which had been infected by 
them. ' 

The other diseases which have led to the condemnation 
of carcases seized have presented no special features, and 
the usual course is now followed of enumerating these 
under their several headings in the appended table. 

The inspection of Shops and Markets, and the exam- 
nation of packages immediately on arrival at the Rail- 
way Stations have resulted in the seizure of unsound 
and diseased meat and other articles intended for food. 
The rehave been altogether 44 such seizures,and the prose- 
cutions which weresubsequently instituted resultedin the 
imposition of fines amounting to £67 15s. A consider- 
able number of carcases which arrived by rail from 


country districts were accompanied by Veterinary Sur- 
geons’ Certificates, as provided for by the Public Health 
(Scotland) Act. It was found, however, that two of 
these were in an unsound condition, and both were 
seized and subsequently destroyed. Under the circum- 
stances, however, no further procedure could be taken 
against the owners, who are absolved from responsibility 
when in possession of a certificate from a duly appointed 
veterinary surgeon. 

_ The Live Stock Sales have received the usual atten- 
tion. Each year a marked improvement is noticeable in 
the class of animals there exposed for sale. Up to 
quite recently, it was a matter of weekly experience to 
find a hopelessly diseased animal offered in a Fat Stock 
Sale for food purposes ; now such an occurrence is quite 
an exception. No doubt the improvement now notice- 
able is due to the strict supervision which has been 
recently exercised, and to the many heavy fines which 
have been imposed on the owners of animals diseased. 

The special attention which, two years ago, was 
commenced in regard to the sanitation of shops—par- 
ticularly where food is exposed—-has been kept up dur- 
ing the period now under the report. The necessity for 
this branch of the work will be rendered more apparent 
by a reference to the table in which there are set forth 
the various insanitary conditions which have been found 
existing at the time of inspection. This work is, as a 
rule, overtaken at the same time as inspections are made 
in quest of unsound meat and food. There has been no 
difficulty in having the required alterations and improve- 
ments at once carried out, immediately on the necessity 
of these being discovered. 

Table showing the Diseases found in the Carcases 
seized in the Slaughter-houses and throughout the City 
of Edinburgh. 





Nn w uw ‘ 1 a a 

Disease. z = te te B 4 * = 

° 2 AS me SB — a & 

, es SC h[U6/e OCU” n 
Tuberculosis . 59 8 5O 4 2 123 
Decomposition ... 6 ... 2 ». 2 5&1 6 
Emaciation os. a on 4 6 60 “8 
Enteritis a oe 21 5b WW 45 
Pyrexia << 1... 15 
Pneumonia a 5 » 
Septiceemia on ae one 2 14 
Omphalitis — 1 l 
(Edema ie eee ] ll 36h 
Asphyxia a eee! | 13° «18 
Traumatism an 8 ae 8 
Swine Fever 2 2 
Milk Fever AD) oe ee l 
Anthrax Ade his ae 4 
Peritonitis ] l 22 2 8 
Dystokia ] ais I 
Erysipelas ° l l 
Pyzmia a pare l 
Metritis ae oe 2 
Pleurisy ee eee ee 3 
Hydatids a a> Gig ae ne ee Se, l 
Rheumatism eae ee a a l 


Totals .. 122 8 59 5 381 22 164 411 


CoMPARATIVE SUMMARY OF RETURNS— 
PARASITIC MANGE, IN IRELAND. 
1905 = 1904 1903 1902 
Outbreaks in May 24 22 24 6 
Five Months 105 91 131 53 
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DISEASES OF ANIMALS ACTS 1894 to 1903. SUMMARY OF RETURNS. 





























Foot- Glanders Rabies. Sh , 
Anthrax. | and-Mouth | (including Cases cep! Swine Fever. 
Period. Disease. Farcy) Confirmed. | Scab. 
Out-| Ani- | Out- | Ani- | Out- | Ani- Out-| Out- | Slaugh- 
breaks| mals. Joreaks mals. /breaks} mals. Dogs. omer} Oa breaks. | tered * 
— ) u 

Gr.BRITAIN. Week ended June 3 | 23 26 23 | 45 “- 5 20 95 

1904 ..] 16 | 28 sa | 59 | .. | .. 6| 59 | 197 

Corresponding week in {1903 .. | 22 24 26 49 - oe 6 51 257 
1902... 15 35 18 | 34 1 es 8 44 229 

















Total for 22 weeks, 1905 - -. | 469 | 684 3s 


517-933 ee a 637 337 | = 1605 





1904 .. | 472 | 749 ee 











640 | 1177] .. .. 11040] 646 | 3309 
558. «g18i tl. .. P12] 677 | 3244 

















Corresponding period in {1903 .. | 368 | 552 oe 
1902 .. | 329 563 i 





120 |468 887] 12 | .. | 1068] 718 | 3480 





Board of Agriculture and Fisheries, June 6, 1905. 






































| 
IRELAND.  Weekended May27] .. | .. | -- | -- J o-- | +” | 1] 2] 4a 
(1904. ff os Pe 1 1 2 1 | 26 
Corresponding Week in ; 1903 .. 1 2 ee os oe 5 183 
ee ee. 5 5 | 81 

| 

Total for 21 weeks, 1905 < - - a .- . 9 | 25 | 214 10 | 329 
1904 2 2 4/19} .. | .. | 355 45 | 1242 
Corresponding period in 41903 .. 1 2 hy ae ee ee 376 40 1234 
Po Gies ae ae 4/19 | .. | .. | 425 70 | 1855 











Epizootic Lymphangitis, Week ending Jan. 14, 2 cases; Feb. 25, 2 cases; March 25, 10 cases. 
Department of Agriculture and Technical Instruction for Ireland, (Castle Street), Dublin, June 1, 1905, 


Norr.—The figures for the Current Year are approximate only. 


* As Diseased or Exposed to Infection. 








SCHEME FOR VETERINARY INSPECTORSHIPS. 
(Co. WATERFORD). 


I.—That the whole County be divided into four admini- 
strative areas, viz., 

ist. Waterford No. 1 Rural District. 

2nd. Kilmacthomas Rural District, to include when 
vacancy occurs—portion of the Carrick District 
in the County of Waterford. 

3rd. Dungarvan Rural District, and when vacancies 
occur, portions of Youghal and Clonmel Unions 
in the County. 

4th. Lismore Rural District. 

II.—Qualified Veterinary Surgeons to be appointed who 
will reside in the respective areas and further coven- 
ant to accept their appointments in the following 
conditions. 

lst. To perform the duties prescribed by the 
Diseases of Animals Acts. 

2nd. To attend all fairs in their district. 

3rd. To report monthly to the County Agricultural 
Committee for the information of the Committee 
and the Department of Agriculture the absence 
or presence of contagious disease in their Dis- 
tricts, and the steps necessary to be taken to 


prevent the spread of contagion where such exists | 


or has existed. 
4th. To attend and treat when called on al] cases of 
diseases in animals within their district at a sche- 
duled rate of fees to be paid by the owners of 
the animals. 
Their attendance to be secured on system similar to 
that in force as regards dispensary medical officers upon 


tickets insouable by members of the County Council, the 
County Committee, Rural District Councils, members 
of the Local Authority and clergymen of all denomi- 
nations. 
Scale of fees for services up to three visits in addition 
to salary, to be :— 


For ratepayers valued at £25 or under, 2/6 
” ” between £25 and £50, 5/- 

* » . £50 £100, 7/6 
over £100 10/- 


” ” 
Ratepayers valued over £400 to be excluded from 
scheme. 

When summoned at the instance of the Local Authori- 
to to visit a case of contagious disease to prescribe and 
give all necessary directions for proper treatment of 
said case gratis on the occasion of the first visit where 
the valuation of the owner of the animal affected does 
not exceed £15 perannum. In the event of further 
professional attendance scheduled fees to be payable. 

Salary.—The initial salary for each proposed area to 
be £100 or a proportionate sum until such time as the 
entire area comes under the veterinary surgeon’s charge. 
Salaries now fixed for Dungarvan Rural District, £85 
per annum, and for Kilmacthomas Rural District, £65 


per annum. 
R. G. Paut. 
Secretary County Council. 





' Atthe quarterly meeting of the Waterford County 
Council at the Courthouse, Dungarvan, on Monday, 
May 22nd, the Secretary said he had that morning 
received the following letter on the subject from the De- 

al Instruction. :— 


partment of Agricultural and Technic 
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“With reference to your letter of the 12th inst, bear- 
jing on the contemplated appointments of Veterinary 
Inspectors for the Rural Districts of Dungarvan and 
Kilmacthomas, I am now desired by Vice-President to 
acquaint you that this Department have given careful 
consideration to the terms of the scheme, a copy of 
which was enclosed with your letter, under which it has 
been proposed that these appointments should be made, 
and they are advised to the effect that it would ultra 
vires on the local authority’s part to attach to the 
appointment those conditions forming part of the scheme 
which relate to the visiting of sick cases ordinarily 
falling within the private practice of a veterinary 
surgeon, and treatment of animals for illness according 
to a stipulated scale of fees. The Department are 


make any appointments that day on these conditions, 
and they must drop them and revert to the old system, 
and advertise for veterinary surgeons on the old system. 
He was sorry that they had todrop the scheme, but they 
could not go on illegally. 

Major Stuart said that it they adopted Mr. Power's 
suggestion with this addition, that in the advertisement 
they Insert a clause that there would be certain other 
conditions attached to the appointment which would be 
communicated to the candidates and they would be re- 
quired to fall in with after they were appointed. It 
follows out the Department’s suggestion. There is a 
distinct invitation to get round it if we can. 

Mr. O'Gorman: Once they are appointed they will 


question.” 


further advised that they could not, under the Diseases 
of Animals’ Acts and Orders, approve of any such pro- 
posed appointments while subject to these extraneous 
conditions. If, however, inspectors were appointed and 
- duly approved at rates of regular salary, not in excess 

of the total remuneration previously connected with 

these inspectorships under the Diseases of Animals’ Act, 
_ it would - fterwards be opento the County Council, if they 

thought fit, to make with the gentlemen concerned such 
- further arrangements as might be mutually agreed upon, 
provided these arrangements did not interfere with the 
proper discharge of the duties under the acts in 


Mr. Smyth proposed that the election be adjourned. 


find a way out of that. 

Major Stuart: A man’s honour counts for something. 
They would be in honour bound to carry it out. 

Mr. Thomas Power: When appointed they would be 
masters of the situation. 

Major Stuart thought if the veterinary surgeons 
would agree to fall in with the scheme they would keep 
to it. 

Mr Hayes said this scheme was drawn up by the Com- 
mittee of Agriculture and Technical Instruction, it was 
passing backwards and forwards for six months, and now 
when the appointments were going to be made there was 
a flaw in it. Why were they not told that before now ¢ 
Chairman : I do not think it was the business of the 
Agricultural and Technical Committee to deal with it at 
all. It was the business of the committee under the 


They could not go on with it in face of that letter. 

Major Stuart said that the most striking feature about 
that letter was that the Council could accept an under- 
taking from the candidate, if elected They could after- 
wards fall in with the Council’s views, and visit cases on 
the terms laid down there. The Department had given 
them a devided loophole in the last paragraph of their 
letter. He thought that the majority of the Council 
were unanimous for having such a scheme, and would be 
agreable to come to an understanding with the 
candidates. 

Mr. Nolan : I beg to second Mr. Smyth’s resolution, 
aod that fresh advertisements be issued for the appoint- 
ments that you were going to make to-day. Ifyou goon 
with the elections to-day it will not be under the scheme 
advertised at all, and I say it would not be fair to other 
professional men to have these appointments made to- 
day without being advertised. If you elect the men 
to-day you will be acting illegally. 

Mr. Hayes: If you go on with the elections to-day 
and elect these men, and if they are not satisfied to 
agree to the terms, you have power in your hands to 
‘dismiss them. 


Diseases of Animals Act. 

Mr. T. Power said that the reason the matter was re 
ferred to the Agricultural and Technical Committee was 
that only one or two members of the local authority 
attended, in fact they had scarcely a quorum. The 
Technical Committee was more com i 
bronght more closely into touch wit 
The local authority scarcely met at all. 
was impossible to get them to meet. 

The Chairman said that he saw Mr. McGrath, of 
Tallow, the secretary of the Diseases Animals’ Acts Com 
y every mecting, and he thought 
ing him altogether. 


wehensive, and are 
) diseases in cattle 


mittee present at near! 
that they were supersec 
Mr. Thomas Power: That was not the intention. 

Mr. A. W. B. Power said that he agreed with the sng- 
gestion made by Mr. Thomas Power to a 
election and re-advertise, so as to make t 
thoroughly legal. He did not think they could put in 
those extraneous conditions. 
ing the candidates before hand. 

Major Stuart said that they were all agreed as to the 
If a candidate did not give 


It was a matter of consult 


necessity for the scheme. 


Mr. O’Gorman: That is not so. If they are elected | an undertaking they might not elect him. 


to-day they are not legally elected and could defy you. 
If they sign an .greement they cin break it. 
_ Mr. Nolan: If you elect them to-day you make an 
illegal ap iu tment. 
Mr. O Gannen : If you elect them to-day you make a 
perennant appointment, and all will depend on their 
onour to carry out the undertaking if they give one. 
Chairman : I think it is better to adjourn the matter. 
Mr. J. C. O’Brien: In my opinion it is quite compe- 


Mr. Smyth proposed that the election be postponed to 
Mr. Nolan seconded. 

Mr. Hayes moved that the Council go on with the 
Mr. Murphy seconded. 

Mr. Smyth’s resolution was 
It was accordingly decided that fresh adver- 
The Waterford News. 


next meeting. 


election as advertised. 
On a show of hands, 
adopted. 
tisements be issued. 


tent for you to elect them to-day. 


_Mr. Curran said that the Council had under its con- 
sideration that day a bill of £54 12s. from Mr. Mitchell 
in accordance with a scale of fees of which he was his 
own master, and he should certainly be continued to be 
‘employed until a veterinary surgeon was permanently 
appoentod, and at the present rate his fee would come to 
about £220 a year, and if they appointed a veterinary 


surgeon that day at £80 a year it would be a great saving 


' to the ratepayers. 





Mr. Thomas Power approved of th 








Mr. Nolan: Why not appoint them after a month 


“CANINE SPECIALIST.” 
PROSECUTION BY THE R.C.V.S. 


David Eric Wilkinson, High Street, Wanstead, was 
summoned under the Veterinary Surgeons Act, 1881, for 
taking a description to which he was not entitled. _ Mr. 
F. Stone prosecuted for the Royal College of Veterinary 
Surgeon ; Mr. A. Robinson defended. 

The facts for the prosecution were that on April 6 a 
clerk in the employ of the Solicitors to the College went 
to Wanstead, and in front of. defendant’s premises saw 
the words, “Surgery and infirmary for horses and dogs; 





W. Wilkinson.” Ona lamp were similar words; on a 





‘by Messrs. Smyth and Nolan. The Council could not 
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brass plate: “ David Eric Wilkinson, equine and canine 
specialist”; and on the door the word “Surgery.” De- 
fendant’s name did not appear on the list of the Royal 
College of Veterinary Surgeons. 

For the defence Mr. Robinson contended that he had 
no case to answer. The whole case rested on the use of 
the word “ veterinary.” He admitted that defendant 
called himself an “ equine and canine specialist,” but any 
man might call himself a specialist in this way provided 
he did not use the word “veterinary.” For four years 
defendant had had the same boards outside his premises. 

Mr. Tabrum said the Bench decided against Mr. Rob- 
inson on the point of law, and imposed a fine of £10 and 
costs, £11 5s. in all. 

Mr. Robinson applied for a case on the point of law, 
but was told he must apply in the usual way in writing 
—The People. 





DEATH FROM GLANDERS. 


On Tuesday, at the Westminster Coroner’s Court, Mr. 
John Troutbeck held an enquiry into the death of 
Elizabeth Ann Couzins, aged 44 years, lately of 8 
Wallis’s Yard, Buckingham Palace Road, Pimlico, who 
died from glanders. 

Charles Couzins, a carman, and husband of the de- 
ceased, stated that his wife had scarcely ever had a day’s 
illness until a week or two ago, when she slipped on 
going upstairs and afterwards complained of her knee- 
cap, and a pain in her side. She was attended by Dr. 
Wyall, who, on May 26, ordered her removal to St. 
George’s Hospital, where she died on June 3. It was 
not until after her death that he heard glauders sug- 
gested as the probable cause. There were four horses 
in the stables at Wallis’s Yard, and his wife was passion- 
ately fond of them and was frequently with them. She 
would feed them with sugar, etc. One horse, belonging 
to Messrs Dancocks, dairymen, of Buckingham Palace 
Road, had since been slaughtered. Witness had noticed 
that it had a discharge from the nostrils. 

The Coroner said it would interest the Jury to know 
that Mr. Hunting, the L.C.C. Veterinary Inspector, had 
informed him that there was no connection between 
glanders and milk. 

Dr. D. T. Wyall, of 41 Charlwood Street, Pimlico, said 
that after attending Mrs. Couzins for some time he came 
to the conclusion that she was suffering from some form 
of blood poisoning, but from what source he was unable 
to say. He recommended her removal to the hospital. 

By the Coroner: Very few persons had had the ex- 
yerience of seeing a case of glanders in a human being. 

e saw a case in Its last stage 16 years ago. Witness added 
that he carefully examined the deceased for abrasions, 
but could find none. 

Mr. William Byan, house surgeon at St. George’s Hos- 
pital, spoke to admitting the deceased on May 26. She 
was in a feverish condition, and her right leg was much 
swollen, while there was a small indurated patch near 
the left knee joint. The patient was also deaf, which 
had not been her normal condition. Under treatment 
the swelling of the leg subsided, but a day or two later 
pustules came out on her body and an indurated mass 
appeared on her forehead, involving one eye. He took 
some fluid from one of the vesicles, and an examination 
revealed the presence of organisms of glanders. This 
fact was not known until the day of the patient’s death. 
An autopsy made in witness’s presence by Dr. Symes 
Thompson showed that death was due to exhaustion 
from glanders. It was matter of uncertainty as to how 
4 poison of glanders was communicated to a human 

eing. 

Mr. William Hunting, F.R.C.V.S., of 16 Trafalgar 
Square, Chelsea, S.W., one of the London County Coun- 
cil veterinary inspectors, stated that on Sunday evening 





the police reported to him a suspected outbreak of glan- 
ders at Wallis’s yard. He went there on Monday morn- 
ing, and had the four horses brought out for inspection. 
A brown cob had a discharge coming from one nostril 
and an enlarged gland under the jaw on the same side. 
The animal was destroyed the same night, and another 
surgeon who made a post mortem examination had that 
morning reported to him that the nodules of glanders 
were found. The other horses were under observation, 
and the stables were that day to be thoroughly disin- 
fected. 

By the coroner: A horse might be suffering from 
glanders and yet show no symptoms. He was afforded 
every facility by the people at Wallis’s Yard. 

The coroner, in summing up, said it fortunately was 
rather rare for human beings to die from glanders, but 
cases did from time to time occur, and he always held 
an inquest in order to assist the public and the authori- 
ties as far as he could. He thought the dangers of glan- 
ders ought to be widely known. There appeared to be no 
doubt that glanders existed in this stable when the 
deceesed was taken ill, and that at the time she became 
infected nobody had recognised the disease. It being a 
very rare disease, medical men did not often see a case 
and therefore could not always recognise it. uite re- 
cently he had a case from the same hospital (St. George’s) 
where, however, it was recognised. 

The jury returned a verdict of “ Death from glanders.” 








Sheep Scab—Summons Dismissed. 


At Dungarvan Petty Sessions, Michael Curran and 
Nicholas Shanahan were charged with exposing sheep 
affected with scab at the fair of Dungarvan on February 
15th. 

Mr. Williams, for defendants, said this was a peculiar 
case. Mr. Mitchell examined the sheep belonging to 
Curran and Shanaham at the fair. He said that four 
sheep of Curran’s and two rams of Shanahan had scab. 
Defendants, having their own opinion about sheep, 
doubted that Mr. Mitchell said, and called in Mr. Hynes, 
V.S., of Lismore, to examine the sheep. He examined 
the sheep, took what scrapings he thought necessary,. 
and scrutinised them with a magnifying glass, but saw 
no evidence of scab. Defendants did not carry out Mr. 
Mitchell’s directions about dipping the sheep, and up to 
this there has been no scab on the sheep. 

Michael Curran (defendant) deposed that he had six 
sheep at the Dungarvan fair, Mr. Mitchell condemned 
six, Shanahan’s two sheep were alongside his, he then 
called Mr. Hynes, V.S., he examined the sheep and said 
they had no scab ; Mr. Mitchell ordered him (defendant) 
to dip his sheep ; he wonld not do so; the sheep had 
shown no sign of scab since ; he sold three of the sheep 
and he had the other three outside the Courthouse. 

Michael Shanahan, the other defendant, deposed that 
he had two rams near Curran’s sheep at the fair ; he had 
one of them sold tor 52s. 6d. ; Mr. Mitchell examined the 
sheep and said he should take them home. 

Mr. Ryan, D.I., asked defendant when he dipped the 
sheep previous to 15th February.—About three months 
previous. 

Mr. Hynes, V.S., Lismore, remembered the 15th of 
February ; he was engaged at the fair by Curran and 
Shanahan to look at their sheep ; both of them showed 
him the sheep ; he saw a sore on one, which probably 
had been caused by a fly ; the mark on the ram was In 
front and was caused by a conflict ; he took scrapings 
and examined them under a glass, there were no eVI- 
dences of sheep scab. 

Mr. Ryan, D.I.: Apart altogether from the examina- 
tion with the magnifying glass, would the condition of 
these sheep lead you to suspect sheep scab! — No. 

Have you ever differed with Mr. Mitchell before -— 
No, never. 
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Mr. Williams, solicitor, then put forward his case. It 
was proved that the sheep had no scab. The defendants 
were not guilty of the charge brought against them. In 
fact, he said, the magistrates could not accept the certi- 
ficiate of Mr. Mitchell as evidence, as he was not an ap- 
pointed inspector by the local authority according to the 
Act. The defendants - Mr. Hynes to examine the 
sheep at the fair. Their experience in dealing with 
sheep showed their sheep had no scab. A man must 
have strong convictions when he puts his hand in his 
pocket to back up his opinions. Nor would the defen- 
dants carry out Mr. Mitchell’s directions about dipping 
sheep, so confident were they that the sheep had 
no scab. 

Mr. Ryan, D.I.: Actual existence of sheep scab is not 
necessary to have a person guilty under the Act. [f 
a person strongly suspects it, he is bound to report it. 
he magistrates dismissed the case. 


Louping-II]l and Sheep Tick. 

Sir,—We are engaged upon an investigation of the 
various kinds of ticks which infest sheep and cattle, 
their pathology and life-history, more especially in rela- 
tion to the diseases which these creatures transmit, and 
which cause such havoc among the flocks and herds in 
various parts of the world. 

It would greatly help us if farmers would be kind 
enough to send us from time to time supplies of the ticks 
which exist on their farms, we mean the true tick or 
grass tick, and not the ked which in these Islands is the 
universal parasite of the sheep. 

We shall be glad also of any particulars as to the time 
of their appearance, disappearance, and re-appearance 
upon the sheep, in fact as to their general habits. 

These ticks will travel all right ina common match- 
box with wool, in fact they arrive in better condition 
than in a bottle. 

We have received hundreds of these creatures in per- 
fectly healthy condition from South Africa and the 
interior of Paraguay. 

Up to now we have obtained home supplies of these 
animals from Romney Marsh and various parts of Kent, 
and from the Loch Lomond district in Scotland. __ 

These ticks are of different species, the Scotch being 
the true louping-ill tick. 

This same tick exists, we believe, in other parts of the 
North of England, but we do not recollect hearing of it 
elsewhere in the United Kingdom, and it is these we now 
require, especially if they differ in any way from the 
Kent and the louping-ill tick. ; 

We shall greatly appreciate any kindness that is ren- 
dered to us in this way. : : 

We may add that one of our principals is reading a 
per upon this subject at the next meeting of the 

ritish Association at Bloemfontein in August next, and 
that we have recently purchased a very badly infected 
farm in one of the worst districts of South Africa, where 
members of our staffare at present engaged in a scientific 
investigation of the subject. . 

Wittm. Cooper AND NEPHEWS. 





Prices a Century and a Half Ago. 


The farming%stock and implements of Mr. John Pear- 
son, Blackenthwaite, near Wigton, Cumberland, where 
the Pearson family have farmed for close on two cen- 
turies, were sold last week. It is 153 years since a sale 

y auction was held at the same farm, as is shown by a 
document still in the possession of the family, purport- 
ing to be “ A schedule of the goods and chattels of Mary 
and John Pearson,” as sold by Joseph Wallis, “ cryer, 





mark.” The ancient sale list gives an insight into the 
price of farm stock in the time of George II. Cattle did 
not nake one-quarter their present prices. For instance, 
; an ox” brought 16s. 6d., but “another ox” realised 7s. 
more than this. Heifers sold at from £2 16s. to £3 14s. : 
cows £3 3s. to £3 16s. ; whilst a mare made the highest 
price of the day—£7 5s. A cart could be had for 6s. 4d. 
a harrow for 3s., and a set of cart gear for 2s. 6d. . whilst 
shovels and forks only made 3d. each. Other mysterious 
items at that sale in 1752 were—Coup and _stangs 
3s. 6d. ; yahms, 14d. ; clopse, 1$d. ; plough’s team, tid. 
a cultor and tugg, 2s. 3d.; a ripple comb, 4d. : kurn, 
23d. ; and a stan, ls. 10d. The + on sale only realised 
£27 16s. 3d. The equipment of an average Cumberland 
farm a century and a half ago was apparently of a 
moderate description. “A farm” was let at the same 
time for £15 5s. for the year. — The .Vorth British 
Agriculturist. 





Personal. 


Jones—Batts.—On the 5th inst., at St. James’s 
Church, Clapham Park, by the Rev. E. J. Wolffe, 
Henry Edward Jones, second son of the late Neville 
Jones, of Brooklyn, Streatham, to Hilda Louie, eldest 
daughter of George Balls, M.R.C.V.S., of Rockelymount, 
Queen’s Road, Clapham Park. 

At the presentation of addresses to the Prime Minister 
at the Albert Hall on June 5th, Mr. Laurie, J.P., C.C. 
and Mr. David Pugh, F.R.C.V.S., represented the 
Sevenoaks Conservative Association, and presented the 
illuminated address for this district. 

Mr. W. Brags, M.R.C.V.S., was one of the judges of 
extra horses and ponies at the 36th Annual Summer 
Show of East of Stirlingshire Agricultural Show. 
Messrs. JAMES Montcomery, M.R.C.V.S., Ardrishaig, 
and A. and W. Ross, F.R.C.V.S., Glasgow, are included 
in the list of new members of the Highland Society. 


A new catalogue of the famous herd of Aberdeen 

Angus cattle belonging to Mr. C. Stephenson, F.R.C.V.S., 
Long Benton, Northumberland, has been issued. It 
comprises, 54 cows and heifers, and 17 bulls and bull 
calves. The preparation of cattle for the showyard has 
been discontinued, and the herd is being kept under con 

ditions that are as near natural as possible. The highest 
champion honours have been secured by animals of the 
herd at all the great fat stock shows—at York, in 1881; 
at Leeds, in 1883; at Norwich, in 1881, 1883, and 1893; 
and at Birmingham, in 1883, 1884, 1885, 1887, 1893, and 
1894. An interesting historical note is added in support 
of the belief that the native cattle of po as 
have been black and hornless from time immemorial. 


ARMY VETERINARY DEPARTMENT. 
Extract from London Gazette, 
War Orrick, PALL MALL, June 6. 


Lieutenant Edward Charles Orton is placed on tem- 
jorary half-pay on account of ill-health. Dated 24th 
a 1905. 


CORRESPONDENCE. 





PROFESSIONAL ADVERTISING. 
Sir, ; ; 
Your editorial on this subject is admirable, and will do 
much to neutralise the confliction of opinions. Still, one 
should not lose sight of the fact that one must live by one’s 
calling, and that if one is not allowed to increase one’s in- 





who, by the way, could apparently not write, as he 
signed the return prepared by his “writer” by ‘his 





come by selling medi-ines, other than those actually pre- 
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scribed for a patient under treatment, more than one half 
of veterinary practitioners would have to die of profes- 
sional starvation, as only a few of the elect, or those hav- 
ing private means, could live by giving purely accurate 
opinions; and thus, in consequence, a great breach would 
be made for the quack to enter in and thereby defeat the 
object you have indicated for the scientific practitioner of 
the future. If we may judge from the past this personage 
will be the knacker. 

After all, medicine in very many instances in the prac- 
titioner’s hands might do a great deal of good, because it 
could amuse his client the time nature was curing his 
brute. The millenium would have to arrive before the 
majority of mankind could be educated to look upon the 
uselessness of medicine, and when it had arrived there 
would be no use for our craft. We must take human nature 
for what it is and not for what it should be. Therefore, 
why not let us cater for the caprices of those who believe 
in the efficacy of something out of a bottle, as long as it 
does some good and no harm? By preventing harm coming 


- to our client’s animals we do him a good service. 


If we are so proud of our scientific attainment and look 
with disdain upon the commercial side of our calling, shall 
we not benefit the quack medicine vendor and allow him to 
do harm to the cattle-owner and his animals? The owner, 
ignorant of the disease and more ignorant still of the 
remedy, would very probably torture his beast unknow- 
ingly, or perhaps suffer great pecuniary loss for want of 
knowing better. 

As a rule the veterinary surgeon’s patients are valued as 
commercial and not as luxurious articles, and their owners 
are not willing to pay big fees for the mere expression of 
opinion which may turn out to be wrong, so that he would 
be would be taught to do without the scientific adviser 
altogether and get somebody who did (and would give) 
something for his money. 

In the case of the medical adviser his patients’ lives and 
health are beyond the price of mere money ; and as to the 
lawyer, as a rule he is chiefly consulted where sentiment 
comes into play or large sums of money are at stake, and 
he and the medical man can assume airs and graces that 
we shall never be able to with profit to ourselves. Again, 
what gives these two professions such a position ir the 
social world is that they come more into the intimate coa- 
tact of their employers and their private affairs. Further- 
more, the early association, financial position, and estab- 
lishment of the majority of votaries of them have a distinct 
advantage over those of our craft. Finally, our profession 
is not comparable with any other; if any of its members 
rise to distinction it is the man and not the calling. 

It is true that afew of our patients are very valuable 
from a commercial or sentimental point of view, but they 
give scope to only a few favoured ones. Therefore, the 
bulk of practitioners will have to be content with small fees 
based on the commercial value of their patients, and if 
they cannot get enough of these to enable to live by their 
profession they must either go to the wall or supplement 
their incomes by doing something that is considered 
not exactly professional from a scientific point of view. 

But what is sauce for the goose should be sauce for the 
gander, and if it should be considered not exactly profes- 
sional to advertise and sell medicines, those who want to 
supplement their incomes should go in for a forge, harness- 
maker’s or corn-dealer’s business, livery stable or job- 
master’s establishment, etc., and send their assistants, fore- 
men, orclerks to await upon probable clients for orders, or 
to push their wares, or perhaps superior skill. 

If giving one’s views or experience in book-form to the 
profession and public be construed into an advertisement it 
is a justifiable one, since it disseminates knowledge, benefits 
veterinary science or practice as well as brings credit to 
the author. 

On the contrary, issuing a circular of testimonials from 
employers with the object of getting further patronage, 
and the keeping one’s views and experience to oneself with 
the view of benefiting only oneself is purely a selfish aim 
and solely a ‘ pot-boiler’’ action. 


One should not object to the former advertisement (pro- 
viding it was written for professional instruction); but to 





the latter decidedly so, as it, if issued by a professional’ 
man, is the practice of a “‘ quack,’’ pure and simple. 
Henry Gray. 
23 Upper Phillimore Place, W. 





ADVERTISING AND THE REGISTRATION 
COMMITTEE. 
Sir, 

With reference to advertising will you allow me to make: 
the following remarks. 

A short time ago a young fellow started as a veterinary 
surgeon a few miles from my place, he has no qualifications 
whatever. The first thing he did was to have large circu- 
lars and cards printed with (name) veterinary surgeon, 
(place); apart from this he advertises special oils, medi- 
cines, etc., as most quacks do. One day I pulled up at a 
village inn and to my surprise I found about three of these 
cards, with veterinary surgeon in large print, hanging on 
the walls. This is only a fair example of what it is at 
other places in the district. After a bit of scheming I 
managed to obtain one of his cards and a circular, I sent 
them to the Registration Committee. My answer from 
them was “Can I obtain any more proof.’’ 

Now what do they want? Here is a fellow not only 
falsely representing himself as a veterinary surgeon, but at 
the same time he is advertising all over the district. 
Months have elapsed since I made the complaint, nothing 
has been done. he is still practising, the cards are still 
hanging there. Sucha state of things I take to be a dis- 
grace to our profession. What’s the use of a Registration 
Committee if things are allowed to go on like this. 

DIssaTISFIED. 


WHAT WILL HAPPEN ? 


A cat, too far advanced in pregnancy to be conveniently 
deprived of the uterus, was brought to me in the winter. 
Five weeks and a half after kittening she was brought again, 
and was about half gone in pregnancy. The owner, when 
informed of her condition, decided that she must be des- 
troyed, unless she could be sterilised for the future. I 
removed the ovaries, leaving the gravid uterus as little dis- 
turbed as possible. She made the usual rapid recovery, not 
losing her appetite for a day, or suffering any inconvenience. 
What may be expected to happen? Will she carry the fruits 
of conception to maturity, or abort; or will the fcetuses 
mummify, and the liquor amnii be absorbed, or what? 

I had reversed the operation on a previous occasion, 
taking the gravid uterus with five foetuses as large as pullets’ 
eggs, and leaving the ovaria. For a year or so, and until I 
lost sight of the owner, this cat was described to me as 
coming in season very regularly and copulating frequently, 
the gentleman in question thinking that he had the laugh 
of me, until he lost a bet of a sovereign each way that she 
didn't have any kittens. Then J laughed. 

Harotp Leeney, M.R.C.V.S. 


THE D. V. H. LIVERPOOL. 





Dear'Sir, 

In to-day’s Record you publish a list of successful candi- 
dates for the Diploma in Veterinary Hygiene of the Univer- 
sity of Liverpool. I am informed by the Registrar, 
through Professor Williams, that in this, as in all lists sent 
out from the University, the names are arranged in alpha- 
betical order. 

If you will notify this fact in your next issue it will pre- 
vent misunderstanding, and, as an interested party, I shall 
esteem it a personal favour.—Yours sincerely, 

W. JoweTtT 

Liverpool, June 3rd. 








CoMMUNICATIONS AND Papers RECEIVED.—Messrs. Percy’S. 
Howard, W.Awde, P.J. Austin, H.Gray, Harold 
Leeney, H. D. Jones, W. Jowett, C. Allen. G. M. “Dis- 
satisfied,’’ ; 

The People, The Waterford Star, The Waterford News, 
The Nottingham Post. 








